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| S¥m |€.0.'s] DESCRIPTION __—| 


NOTES: 
LIDENTIFY PER HP 8-5 (IMPRESSION STAMP) 
2 ALL MACHINED SURFS "7 

3 BLACK OXIDE PER HP 4-50 


00x49 TYP 
‘50 DIA(DRILL POINT) 
ANGLE OPTIONAL 


DIA« 75 4130 STEEL |MILS-G758 
| SIZE | —_CDESCRIPTION _| __SPECIFICATION | 


[UNCESS OMeRwise sPeCirIED | ORWNBENEAELP Sal HUGHES TOOL COMPANY 


MENSIONAL TOLERANCES 
AIRCRAFT DIVISION 
CULVER CITY. 
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269 A5050-14 BRG 
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